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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 288872 
ORIGIN OES-07 

INFO OCT-01 ARA-14 EUR-12 NEA-10 ISO-OO LAB-04 HEW-06 
/054R 

DRAFTED BY OES/ENP/EN:JWBLANCHARD:SRS 
APPROVED BY OES/ENP/EN : DRKING 
F.I JR/CE:NI . AT IDFRD AT ,F. 

LAB/OSHA:JESTEP 

045086 040343Z/12 

R 030302Z DEC 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
INFO AMEMBASSY TEL AVIV 
AMEMBASSY MEXICO CITY 

UNCLAS STATE 288872 

E.O. 11652: N/A 

TAGS: SENV, ECEM, GW 

SUBJECT: EMERGENCY TEMPORARY STANDARD-DIBROMOCHLOROPRO- 
PANE (DBCP) 

REFERENCE: BONN 19491 

1 . OSHA APPRECIATES EFFORT OF AMEMBASSY ON ASSISTANCE 
REGARDING DBCP. SHOULD SCI COUNS WISH TO PASS CONTENTS OF 
REFAIR TO HOST COUNTRY PERSONNEL, OSHA OFFICIAL WOULD 
CONCUR. 

2. ADDITIONAL DATA ON DBCP WILL BE SUBMITTED BY PARTIES 
DURING RULEMAKING PROCEEDINGS BEGINNING ON DECEMBER 6 AND 
ENDING BY FIRST OF THE YEAR. THESE DATA WILL BE PART 

OF THE PUBLIC RECORD AND WOULD ALSO BE AVAILABLE FOR PASS TO 
HOST COUNTRY PERSONNEL. SHOULD THIS OPTION BE EXERCISED 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 288872 

BY SCI COUNS, PLEASE NOTIFY THE DEPARTMENT FOR TRANSMITTAL 
TO POST. VANCE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: STANDARDS, CHEMICALS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE288872 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JWBLANCHARD:SRS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770449-0681 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9771 296/aaaaddov. tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c3f6430c-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 BONN 19491 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 369500 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY TEMPORARY STANDARD-DIBROMOCHLOROPRO- PANE (DBCP) 

TAGS: SENV, ECEM, GE, US 
To: BONN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/c3f6430c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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